RG104 E-l Box 184 




Bureau of the Mint, 



. December- 2 n d . ,_ y . 


0. C. Eosbyshell, Esq., 
Superintendent, U.S. Mint, 


Philadelphia, Pa. 



\ 


I will thank ycu to explain why you reported U.S. Gold Coin 
deposited for the month of October on Form #266, as 807.742 Standard 
Ounces and on Porm #60, as 555.041 Standard Ounces. 

This difference of 255 Standard Ounces, or nearly $5,000, has 
given the Bureau considerable trouble and I should like to know why 
such a difference should occur. 


Very respectfully, • 



Director of the Mint. 
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Treasury Department, 
R.F.B., Bureau of the Mint, 
Washington, D.C., 
December 2, 1893 

O.C. Bosbyshell, Esq., 
Superintendent, U.S. Mint, 
Philadelphia, Pa. 


Sir: - 


I will thank you to explain why you reported U.S. Gold Coin deposited for the month of 
October on Form #266, as 807,742 Standard Ounces and on Form #60, as 553,041 Standard 
Ounces. 

This difference of 255 Standard Ounces, or nearly $5,000, has given the Bureau 
considerable trouble and I should like to know why such a difference should occur. 

Very respectfully, 

R.E. Preston 
Director of the Mint. 

[Handwritten note at bottom:] 

There were contained in U.S. Coin deposit for the month of Oct. 250,409 oz of Fore. 
Coin and 4,294 Jewelers Button. This amount should have been deducted from the total oz. but 
in this case it was not done. Therefore an error was reported on form #266. 



